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JUDTOTAL SRORKTARIAT 


REGULATrONgNO. 6 OF 1991 

<=1 , n 


Whereas it is necessary to frame a law for the Regulation 
of Electric power it is liereby commanded as follows:— 


Preliminary. 

1. (/) This Regulation may bo called the Jammu 

Short titio. e.t,.nt an-i Electricity Regulation No. 


and 
6 of 


coQi’n ennemonl. 


19 ‘ 



(2) It extends to the whole of Jammu and Kashmir State, 

2. In this Regulation, unless there is anything repugnant to 

Definitions, the Subject or context:—- 

(«) Aerial line ” means any electric supply line which is 
placed above the ground and in the open air. • 

(b) Apparatus ” means electrical apparatus and includes 
all apparatus, machines and fittings in which conduc¬ 
tors are used, or of which they form a part. 

(c) Circuit” means an electrical circuit forming a system 

or a branch nfp ^ system 


(d) 


branch of a system. 

^“Pplied with 

• ®'=P”‘n‘e''‘ or whose premises are for 

energy witr^i’eToX**"* “"PP'y of 

'Si DlpafttrSisT^^ E'oe- 

and Kashmir, and Government, Jammu 























” The Electrical Engineer ”*inoan.s the Engineer-in-cliarge 
of any Supply Centre in Jammu and Kashmir. 

(/) “ Daily fine ” means a fine for each day on which an 
offence is continued after conviction therefor. 

{g) “ Distributing main ” means the portion of any main 
with which a service line is, or is intended to be, im¬ 
mediately connected. 

(h) “ The Department ” means the Electrical Department 
His Highness’ Government, Jammu and Kashmir. 

o 

(^) “ Electric Supply Line ” means a wire, conductor or 
other means used for conveying, transmitting or dis¬ 
tributing energy together with any casing, coating, 
covering, tube, pipe or insulator, enclosing, surround¬ 
ing, or supporting the same or any part thereof, or 
any apparatus connected therewith for the purpose of 
so conveying, transmitting or distributing such energy. 

(j) “ Energy ” means electrical energy when generated, 
transmitted, supplied or used for any purpo.se except 
transmission of a message. 

(A.) “ Main ” means any electric supply-line through which 
energy is, or is intended to be, supplied to the public. 

.(/) “ Prescribed ” means prescribed by the rules made 
under this Regulation. 

(m) ‘‘ Public lamp ” means an electric lamp used for the 
lighting of any street. 

in) “ Street ” includes any way, road, lane, square, court, 
alley, passage or open space, whether a thoroughfare 
or not, over which the public have right of way and 
also the road, way and footway over any public bridge 

or causeway. 

(o) “ Service line ” means any electric supply 

which energy is or is intended to be supplied by the 

Department:— 

(i) to a single consumer either from a distributing 
main or immediately from the works. 
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(ii) from a distributing main to a group of consumers on 
the same premises or on adjoining premises suppli¬ 
ed from the same point on the distributing main. 

(p) “ Volt ” means a unit of electro-motive force, and is 
the electric pressure which, when steadily supplied to a 
conductor whose resistance is one ohm, will produce 
a current of one ampere. 

(q) “ Watt ” means a unit of power, and is the energy ex¬ 
pended per second by an unvarying electric current of 
one ampere under an electric pressure of one volt. 

(r) “ Works ’’ includes electric supply lines and any build¬ 

ings machinery or apparatus required to supply energy 
and to carry into effect the objects incidental to such 
supply. 

Works . 

3. (1) In order to lay down or place electric supply lines 

Provisions as to the Department may, from time to time: 

opening and breaking up 
of streets, railways etc. 

* 

(a) open and break up the soil and pavement of any 
street or railway; 
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open and break up any sewer, drain or 
under any street, or railway; 


tunnel in or 


(2) Any support of any serial line or any stay or strut 
required for the purpose of securing in position any support of 
an anal line may be fixed on any building or land or, having 
been so fixed may be altered notwithstanding the objection of 
the owner or occupier of such building or land. 

nr ^t any time the owner or occupier of any building 

^ ^ which any such support, stay or strut has been fixed 
port, stay or strut to be removed or altered. ^ 

the Department, in exercise of any of the 
powers conferred by or under this Regula¬ 
tion, opens, breaks up the soil or pavement 
o any street, or railway or any sewer, drain 
or tunnel It shall with all rea'sonalile speed 


4. (i) Where 

■Stroot, R=li!w^yB. '‘'evvors, 
ur i'iinnelj broken 
up to be reinstate 1 • wit; 1 - 

oufc delay. 
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fill in the ground and reinstate and make good the soil or pave¬ 
ment, or the sewer, drain or tunnel, opened or broken up, and car¬ 
ry away the rubbish occasioned by such opening or breaking up. 

(^) Where the Electrical Department fails to comply with 
the provisions of sub-section (1), the Department having the 
control or management of the street, railway, sewer, dram or 
tunnel in respect of which the default has occurred may execut e 
the work which the Electrical Department has omitted to tixecute 
and may debit the expenses incurred in suck execution to ttiat 

Department. 

5. The Department shall, before laying down or placing 

within 10 yards of any part of any le e- 
Tciegrapb g^aph oi' Telephone line, any electric supp- 

--- • ly line or other works (not being either service 

lines or electric supply lines for the repair, renewa^ oi amenciiicii^ 

alter od) give not lo.s than lu days’ notice in writing to tlic Tele- 
graph and Telephone authority, specilymg. 


Notice 1“ 
authority. 


(a) the manner in which he works are to be utilized; 

(b) the course of the works or alterations proposed; 

(c) the aimiunt and nature of the energy to bo trails 

and the Dcpartincnt shall theVele- 

iiients, either S''j for preventing uny telegruiih 

^'r?Lr aff-ted by such works'or alterations: 

Provided that in ca^sc of ““ffatiting 
"uch'iSe'as'may be poLihlc after the necessity lor the propos 

;;i now works or alterations has arisen. 

U-Ieduently^toSS^^^ 
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(2) No populars, walnuts and conifers within 75 feet, 
willow and other jiingli trees within 50 feet and fruit trees 
within 30 feet of the E. H. T. line shall be planted. Plantations 
made in contravention of these orders shall be forfeited to the 
Government and disposed of by public auction by the Depart¬ 
ment. 

(S) In the case of Government forests, however, the trees 
required to be removed shall be shown by the Electrical Depart¬ 
ment to the local forest officer who shall then arrange to fell and 
dispose them of. 

(4) No compensation shall be payable under this section 
except lor such of the fruit trees only as cannot be transplanted, 
but have to be cut down to clear the lines. 


(5) The compensation referred to in sub-section (4) above 
shall be determined by the Wazir Wazarat in consultation with 
the Electrical Engineers and in the event of difference of opinion 
between them, the final award will be given by the Governor. 

Supply, 


7. (i) The Electrical Engineer or any person duly autho¬ 

rised by him may, at any reasonable time, 
and on informing the occupier of his inten • 
tion, cntei any pieniises to which ciu*rgv 
or has been supplied by him for the purpost 


Power for Department 
to enter preiiiibes and to 
remove fitting and (^thor 

apparatus of tLe Dopart- 
njent. 


(a) 


inspecting and testing the electric supplv-lines, meters 

fittings works and apparatus for tho supply 'f 
energy belonging to the Department; or ’ 

(6) ascertaining the amount of energy supplied or tl.o 
_ electrical quantity contained in the supplyfor * 

(c) lenioving, where a supply of euemv k- . i 
required or where the officer is auDiorisccT 

lines, meters, fittings woiks or lono . u 

to the Department ’ <>PParatus belonging 


aforii^d^^X^^i^j^tg^; person authorised as 

writing to the occupier, enter fny premistn^tllrchlergfi^^ 
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1ms been supplied, by him for the purpose of 

testing the electric wires, fittings, works and apparatus for the 

use of energy belonging to the consumer. 

Where a consumer refuses to allow the Electri al 
Engineer or any person authorised as aforesaid to enter Ins 
premises in pursuance of the provisions of sub-section (1) or sub¬ 
section (2) or where such officer has so entered revises to a ow 

seSions to perform, or fails to give reasonable facilities for siich 
entrv or per ormance the Electrical Engineer may, after the 
expiry of 24 hours from the service of a notice ^ 

?he consumer, cut off the supply to the consumer for so long 
as such refusal or failure continues, but no longer. 

No consumer shall except with the consent in writing of 

the Department, use energy supplied to 
^ him under one method of charging in a 

manner for which a higher method of charging is in force. 

9 Where any person neglects to pay any charges, for energy, 

9. wnere a y p ^ ^ ^^ergy, 

due from him in respect of the supply of 

pay charges. energy, the Department may, without pre 

the supply, and for that purpos^ nropertv of the Department, 
supply dine or -“^f^Ts^uppL’d aC^ay discon^tinue the 

* Srge or other sum, together with any expenses 

i;;c«r«lt cmttng off and reconnecting the supply, are paid, but 
no longer. 


8 . 


Clinrgcs for energy 


Discontinuance of supply 
to consumer neglecting to 
]>ay charges. 


H,„.n|,ii<.n ..I ^ - „nv nremises.liot being 


. , :«'f;ircedro;upol;aSypre,nises,notbei,ig 

r s nietmSngltoZ‘’andapparatL shall n^^^^ 

trie supplydmos, motors, ^ „nder any process of any civil 

Yn'^anf proceedings in insolvency against the person in 
whoso possession the same may be. 


11. (/) In the 


Motors 

Liniilors, 


anl I'uirtiit 


absence of any agremnent to the contrary 

tlrn mnount of «„wgy suppliocl to 
or the electrical quantity contained in the 
sujjply shall be ascertained by means ol u 



correct meter or restricted by a current limiter and the Depart¬ 
ment shall cause the consumer to be supplied with such a meter 
or current limiter; 

Provided that the Department may require the consumer 
to give security for the price of a meter or current limiter and 
enter into an agreement for the hire thereof unless the |co 7 isumer 
elects to purchase a meter or current limiter. 


(2) Where the consumer so enters into an agreement for 
the hire of a meter or current limiter the Department shall keep 
the meter or current limiter correct, and in default of the Depart- 
nient doing so the consumer shall, for so long as the default con¬ 
tinues cease to be liable to pay for the hire of the meter. 


(-3) Where the meter or current limiter is tlie property 
of the consumer, he shall keep it correct, and in default of his 
doing so, the Department may, after giving him seven days’ 
notice, so long as the default continues, cease to supply energy- 
through the meter or current limiter. 


1 Engineer or any person duly authorised 

by him shall at any reasonable time and on informing the con¬ 
sumer of his intention have access to and be at liberty to inspect 
and test, and for that purpose, if he thinks fit, take off and 
remove any meter or current limiter referred to in sub-section! JV 

aforesaid, all reasonable expenses of, and incidental to snob 
inspecting, testing taking off and removing shall, if the meter or 


(o) A consumer shall not connect 
limiter referred to in sub-scctinn ( 7 \ ■+!. ^ meter or current 

through which energy is supplied bv the electric supply-line 
nect the same frol" anr^Sifettai: s^^^ptytnT’ ” 

any meter or current limiter referred to*^ln^sub^ * t • 

IS not correct, the matter ®^^'®ection (J) is or 

the Chief Engineer and his deciLiorshaI?fcnah ’ 

?utua:?rof “p- 

section (/) the Department may XcTunl^‘t of suh- 

meter, maximum demand indicator (cu?rennLftrrror'other 
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fippSirstuR fts it’ niB'y think fit for tho purpose of uscertuining or 
regulating either the amount of energy supplied to the consumer, 
•ir” the number of hours during which the supply is given, or the 
rate per unit of time at which the energy is supplied to the con¬ 
sumer, or any other quantity or time connected with the supply: 

Provided that the meter, indicator (current limiter) or ap¬ 
paratus shall not, in the absence of an agreement to the contrary, 
be placed otherwise than between the distributing mains of the 
Department and any meter referred to in sub-section (i). 

Provided, also, that, where the charges for the ppply of 
eneroy depend wholly or partly upon the reading or indication 
of a'liv such meter, indicator (current limiter) or apparatus as 
aforesaid, the Department shall in the absence of an agreement to 
the contrary, keep the meter, indicator (current li^ifcr) or ap- 
l)aratus correct; and the provision of sub-sections (4) (o) and(6) 
shall in that case apply as though the meter, indicator (current 
limiter) or apparatus were a meter referred to in sub-section (/). 

Explavation.-A meter shall be deemed to be “correct'; if it registers 
, -imoei.t of enemy si.ppiicd, or the electrical quantity contained in the sup 
u v w hin the. prescribed limits of error, and a inaxnnnm demand indicator or 
l.e. a a.araini referred to in Mib-scctiou (7) shall be deemed to be correct 

i itc.>mT.lieswithsnchc..nditioiisasmaybe prescribed m the case of any 


iicli indiealor oi' other apparatus. 


Rules. 


lo IIis Hiohnc'ss’ Government may make rules tor the 

whole or any part of the Jammu and 
i^asliiuir State, to regulate tlie generation, 
t-rni.B. tiansmission, supply and use of energy and 

ge,i«.ully tn .■•any out- the purpose au<l ubjocts of thisKegulataon. 


i;?. All ntles 

iiiUirr pinvisifti) rt':4 
pecting riil<-a. 


,nade under section 12 shall be published in 

the Jammu and Kashmir Govtu nment Gazette 
and on such publication shall have efli^ct as 

if enacted in this Uegulation. 


Criminal Offences and Procedure. 

14 VVluievor dishonestly abstracts, consumes or uses any 
,4. Who. eomnuttod 

... wil.hiu f-he nUMi-uing of tile luiulili I 

Code- and Mie . .. ai tilieial iiieaus for such ahstractiou 

shau'be prima facie evidence of euoli dishonest abstiaotion. 
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works. 


15. Whoever maliciously causes energy to be wasted or 

Penally for maliciously diverted or with intent to cut oil' the sujjp- 
wasting energy or injuring ly of energy, or cuts injures, or attempts to 

cut or injure, any electric supply-line or 
works shall be punishable with imprisonment for a term which 
may extend to two years or with fine which may extend to one 
thousand rupees or with both. 


16. Whoever (a) connects any meter indicator, or apparatus 

Penalty for interference ^ith any electric SUpply-liuC thlOUgll wluch 
with ^ meters or Depart- energy IS Supplied by the Department or 

“roper uTSen^gy!®' disconnects the Same from any such electric 

. , supply-line, without the permission in writing 

of the Chief Engineer or of any oiOacer empowered by him in this 
behalf or (6) lays or erects, or causes to be laid, or erected or 
connects up any works for the purpose of transmitting energy to 
any other works without the permission of the Chief Engineer or 
of any officer empowered by him in this behalf, or (c) mfliciously 
interferes with or injures any meter, indicator, limiting device or 
apparatus or wilfully or fraudulently alters the connections, or 
index of any such meter, indicator, limiting device or apparatus 
in such a vvay as to prevent it from properly registering or 

ed to control or uses electrical apparatus of greater consumn- 

^ —If of i 

ing offence with a daily fine fhkh Tav “Lf 

and the existence of artificial means for makine such cn 

referred to in clause (6), or for LuslL snnh „ii as is 

tion as is referred to in clause (c) orfor facifiteHn ““ ° h 

cator, limiting device or atmarni-n! i where the meter, indi- 

of the coiisumer. whethef^it is hirpronert^o 

facte evidence that such connection^ be 

prevention or improper use as thp r. ’ ^^^smission, alteration, 

mgly and wilfully caused by’such consum™*^ 


. P»ir “be'ShlblTif pubbe lamp shall 

which may extend to ‘t-e hUedlupe:? 
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IS. (7) Whoever negligently causes energy to be wasted or 
, , .. diverted or negligently breaks, throws down 

wasting energy infuring 01 * damages aiij electric supply line post pole 
wfika. or lamp or otlier apparatus, connected with 

the supply of energy, shall be punishable with fine which may 
extend to two hundred rupees. 

(2) If the break-down of the line as mentioned in sub-section 

(/) causes injury to any person or loss of life the Police will inves¬ 
tigate the matter and'take proper proceedings under the law. 

19. Whoever, in any case not already provided for by section 

Penally for offcnc n .1 14 tO 18 (both inclusive) makes default 111 

otherwiav jirovide i fur. Complying vvith any 01 the provisions 01 tins 

Rcmilation or wil h any order issued under it shall be punishable 
wiUi fine which may extend to one hundred rupees and in the case 
of a continuing default with a daily fine which may extend to 

twenty rupees. 

20. The penalties imposed by section 14 to 19 (both in- 

it * plnsivel shall be in addition to and not in 

oth, r MaWiities. dcrogatioii of ally liability in respect of the. 

payment of compensation. 

Srijpplementary. 

21 (/) Every notice, order or document by or undm’ this 

Regulation required or authorised to be ad¬ 
dressed to any person may be served by post 


Service t'f onh'rs 

f»r cIoeiiiTicrit.s, 


f>r 


left: 


{a) 


Where the (loveriimont is the addressee at the office of 
siK-h ofliccr as tlu'. (lovcrnnuMit may designate in this 

bclia ir. 

(h) When' a local authority is the addressee at the office 
of tlic local authority. 

(c) Where a Company is the addressee at the registered 

office of tlic company. 

(d) WIku c any otlicr person is the addressee, at the usual or 

' ^ last kno’wn place of abode or business of the person. 

( 2 ) Every notice, order or document by or under this 
Regulation required or authorised to be addressed to the owner 
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or occupier of any premises shall be deemed to be properly ad¬ 
dressed if addressed by the description of the “ owner ” or 
“ occupier ” of the premises (naming the premises) and may be 
served by delivering it or a true copy thereof to some person on 
the premises, or if there is no person on the premises to whom the 
same can with reasonable diligence be delivered, by affixing it on 
some conspicuous part of the premises. 


22. Every sum declared recoverable and every fee leviable 

Recovery of sums recover- uuder this Regulation, may be recovered on 
able under cortiin provi- application to a Tchsildar having iurisdic- 

tion where the person liable to pay the same 
is for the time being resident, as if it were an arrear of land 

revenue, and sale of any movable property belonging to such 
person. 


23. No suit, prosecution or other proceeding shall lie against 

Protection for acts done public officer or any servant of a local 

in good faith. authority for anything done, in good faith, 

or purporting to be done under this Regulation. 


By command of His Highness the Maharaja Bahadur. 


JUDICIAL MINISTER. 
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THE JAJMU AND KASHMIR ELECTRICITY RULES 1991. 




Preamble :.—These rules may be called the Jammu and 
Kashmir Electricity Kules, 1991. 

» 

In exercise of the powers conferred by section 12 of the 
Jammu and Kashmir Electricity Regulation and in supersession 
of the existing rules, His Highness the Maharaja Bahadur is 
pleased to direct that the following rules shall come into operation 
in the whole of the Jammu and Kashmir State, to regulate the 
generation, transmission, supply and use of energy and generally 
to carry out the purposes and objects of the Electricity 

Regulation. 


CHAPTER I. 


Preliminary. 

Rule /.—These rules extend to the wliolc of tiie Jainmii and 
Kashmir State. (Additional rules have been framed for Gulmarg 

vide appendix II). 

Rule 2 .—In these Rules:— 


{a) 


“Cut-out” means any appliance for automat ically inter¬ 
rupting the transmission of energy through any con¬ 
ductor when the current rises above a predetermined 

amount. 
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(d) 


“ Use of energy ” means the conversion of electrical 
energy into mechanical or chemical energy, heat oi 
light for the purposes of providing mechanical energy 

electrolvsis, heat or light. 

It, 

“Lighting Load” means the night load used for lighting 
purposes only. 

“ A licensed contractor ” means a person who oy'’ 
whic-h lias been appointed by tlie HyparCo^'"^ a 

proper test iibniit ca,pal)ility and reliability to can} 
out wiring work in the consumers premises, am n- 

made a deposit ot Ils. 200 in cash. 
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CHAPTER 2. 


Conditions of supply of power. 

Rule 3.—Application for supply 

An application for supply of energy for power or lighting 
shall be made on the prescribed form which may be obtained free 
from the office of any Electrical Engineer. 

Installations. 

Rule 4 .—Electric power or lighting installations may be put 
up either by the Department or by a licensed contractor. 


(I) Installations put up by the Depaetment. 

If any one wishes to have an electric installation carried out 

by the Department he shall apply on form No. 71 filling in the 

information required therein. If the Department consents to do 

the work, It shall send the applicant an estimate of cost of 

materials, labour and commission charges in accordance with the 

rates in force, but may not execute the work until the full esti¬ 
mated amount is deposited. 


be 

in 


r.., difFerence between the actual and the estimated cost will 

payable by or refundable to the applicant on completion of the installation 
the former case before the energy is supplied. installation, 

(II) Installations made by licensed contractors. 

appliclnf on^form wi without delay iufonu the 

bo given or not ^PPty can 

(c) The applicant shall on hparlno- fLoi- ^ 

Engineer in w'Sg'ln'the'rrescried'f *1^® Electrical 

which the work will be started *1*® 'l^tc on 

not lose than 48 hours before the work ‘“eaft'^tf Z 
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Electrical Engineer or his authorised representative may visit the 
work during construction. 

le) The applicant for current and also the contractor shall 
cive the Electrical Engineer or his authorised representative 
every reasonable facility during working hours for inspecting 
the installation whilst under construction. 

(f) On completion of the work the contractor shad intimate 
to the Electrical Engineer in writing on form No. 47 E.D. that the 
installation is read for inspection and testing giving a complete 
list of the apparatus installed. 

(n) The Electrical Engineer (or any subordinate of his with 

his written authority) shall inspect and test the installation within 

3 days after receipt of the contractor’s notice regarding completi) 

of work and no charge shall be made for this work. 

(h\ I Hhetestis satisfactory and the work is passed, elec- 
trioa'l CO Jeotion shall be given immediately after 

he is a tenant) and the landlord, and necessary deposit paid c 
prescribed in Rule No. 36 clause (i). 

(i) If the work is not passed, the defects 

out to the contractor in writing and at site. T --i 

shall then make good the defects and apply again in wri « 

a further test. 

(,) A fee of Rs, 6 shall be paid by ^e f ntractor in advance 
for each snch test that may be required after the first. 

^ i.- olaoil hp aiven till the installation has 

(k) No connection sha g Flectrical Engineer 

passed the prescribed tests and satisfied the Electrical En^ 

in every respect. 

(,) If through the fault ^«°“‘'\t^e«ce?^ttTon^ 

installation be ilelayedmsd ^ ^ 

“fer/eeding Rs^lo aTthc discretion of the Chief Engineer. 

Norm. '(i) Th« ' 

iinflerUtkci' in bo made to sec that both workmansini) 

uopartment undertakes no responsibdd, 

to the oiifiMincr in the I Kittcr. whore electric power is used. 

p.P ‘wCl. besid. .i,uti..g, separate 

circuit.s sball bo put up for each puipose. 


4 
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CHAPTER 3. 


Metered and unmetered supply. 

Definitions: Rule 5. — (a) ’‘Metered supply” is a supply in 
which the basis of charge is the reading of a meter which records 
the actual consumption of energy in B. T. units. 

(b) “Unmetered supply” is a supply in which the basis 
of charge is the capacity of the apparatus. 


Rule 6 .—All electric light installations shall be provided 
with meters oi current limiters ordinarily at the option of the 
consumers provided that the Electrical Department may at its 
discretion direct that in the case of any such installation either 
meters alone or limiters alone shall be permitted. 


Rule f.—Ordinarily meters and current limiters will be rented 
rom and put up by the Electrical Department and the consumers 
shall be held responsible for and shall make good any damage or 
loss due to theft, fire, flood etc. They may buy the^r own Sers 
an current limiters also but these shall be approved by the Chief 

17 ^^®/^^^orised representatives and installed by the 

Electrical Department. In case these get out of order or cease to 

made bvThe** replacement shall be 

^ Department at the cost of the con- 


circute-P“‘ “P for Ae followin 


IT 

O 


(«) for lighting only; 

(b) for h eaters, fans and domestic electric 

(c) for power supply for motors etc. 

Rule 9. 


apparatus; 


shall be Is under^;^^*^^^ on the circuits vide rule No. 8 


In Kashmir: 


{a) Single phase, 25 cycle, 200—220 yolts; 
[b) Single or 3 phase, 25 cycle, 200 


•220 yolts; 






(<=) 
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Vor supplies up to SO II. P. W tln'oc pliase, 2.o 


200_220 volts and abovo 

25 cycle, 2000—2300 volts. 


30 II. P. {li) tbrec 


cycle, 

phase, 


In Jammu; 


(а) Single phase, 50 cycle, 200-220 volts; 

(б) Single or 3 phase, 50 cycle, 200—220 volts; 

(c) For supplies up to ^0 H. phase, 50 

'' ^ 200—220 volts and above 30 H.l. F 

cycle, 2750—3000 volts. 

Rut. ElXoS“Depa;leut 

'nly mly rmade iu case of the following classes of loads.- 

(o) Lighting load upto 80 watts on flat rate with current 
limiters. 


(5) Motors without limit. 


No. 


D,,ig XI _The nature of supply m case 

w shall he the same as_^.^in Rule Ro. 9. 


as per 


Rule 




CHAPTER 4. 

ScTvice lines. 

.-Free o/low««ce:-(«) For I'ghtmg^^^^^^ 

small domestic apparatus t P service 

ly “^vRhtvR^ boardfa^d maL fuses within 100 
feetfrom^he neatest distribution line pole. 

11 4 -- fVip free allowance shall be as 
(b) For power installations, the tree ai 

^ under:— 


Up to 5 H. P. 
Above 5 to 15 H. P- 

15 to 25 H. P. 

>> * 




• « 


• • 


• * 




100 feet. 
.. 200 » 

,, 400 »> 

.. 600 „ 


„ 25 to 50 H. P. ’• , 1 ated input, subject to the 

iroviso m Kule • alloAvance of service lines. 

I'lais for calculating free a „ j.- ^ the free allowance shall De 

^ii) In case Lnimnm H. P. pay>hl‘ '’f 

•alculatcd according to iLe ni 

Liule 35 clause 11 W* 
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Rule 13. —(a) Beyond what is provided in Rule No. 12 actual 
cost of the additional length of the service line shall bo charged 
from the consumer in advance. 

(6) Purchasers of power under Rule No. 9 {h) may, if the 
supply be of a temporary nature, obtain the materials for their 
service line from the Department on hire to be fixed by the Chief 
Engineer but they shall be required to pay all costs for erection 
and dismantling. 

Rule 14 .—All new consumers shall have to make a deposit as 
security for service board and line as per following schedule for 
getting their installations connected with the supply mains of the 
Electrical Deprment:— 

(1) Installations for lighting, heating fan etc.— 




Rs. 

(a) 

Upto ^ K. W. installed load .. 

.. 15 

(b) 

2^ K. W. installed load .. 

.. 20 

(c) 

,, 5 K.W. installed load 

.. 30 


(2) Installations for motors etc. 


(a) 

Upto 5 K. W. 

• • • « 

.. 30 

(b) 

15 K. W. 

• • f * • , 

.. 40 

(c) 

» 25 K.W. 

• • * • 

.. 55 

(d) 

» 50 K. W. 

9 9 Mm 

• * • ♦ 

.. 75 


Charges above these rates will be pro rata. 

under this Department will not allow any interest on deposits made 


Rule 15. 


up to 100 feet'on^the^^^esf^^^* and erect service line 

of the Unes the cha«e, subsequent renewal 

one cnarges shall be borne by the consumer. 

will bwonie'thf pJoTOrW S fh"consumers 

maintain these at^its^own cosf Department which will 
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Any consuinor wisliing *" X^L^tiriine'iTp 

i;; he Uo, rt ^nt I'or the first time to 

.St o?\,n,kins suel, altoratiun ns es mm to.! tor b^the 

tric sl ICngineer subject to the con.lit.ons ... l.ule Ao. lb. 



S 



bc'ar 



1 


ec- 


, . r i 1 « r»o will lio clctoriiiin 

r'l I ro T'kPfc-iii'inn OI l'n6 ser\ice \)OaiM \\ m 

Rule i ny ,1 nonartment lu consul- 

0(1 by the authorised Department shall in no case fix up 

the service boaid noi a roliffious quarters where free 

access ivithout previous notice cannot be obt 


\ 


CHAPTER 5. 

I i 7 o/> hnnt<i taWVOTflT'tl ivStollfltlOVS OT Q cltf)'!OilS 

,J ,0 kous. ,,Ui occas^onaU,J .. 



,, I / j\ 'piip Department shall supply 

, •'•’'v'toUrut boats^wherever possible front the supply 

electric energy to house ou 

lines, along the embankment. 

m irino- to have electric supply shall be 
(2) Consumers ‘ b s„pply lines, 

required to moor their Doats neai it j 

■ I i f n IV occupy a mooring site where 

(d) An niiwired b(iut i|<y , , P'p ie.j.ve it as .soon as it is 

racilities for electric ligl.t oxist, but shall 


1 


•eqHired for a wired boat. 



Rule 20. Tc 

b(‘ t)ivcii lot' t(MuporB»ry 


,y imtallations: —(i) 

inst allatioiis. 



io sii 




fr/t If erected at the expense 

foi- metered or nnmeten 



under the rules 



supply. 


{},) If erected by 

fixed by the (diief E © 

materials used. 


in. at special rates to he 
ecr according to cost ol 


(2) No tou.porury b^gb ug ^1 

1, |,.ss tlmn 4U ordiuurily except in s 

,„ntinuc for l'<y'V „i' the Chief Kngmccr, 



cii instil nccs 


at t h 
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Rule 21:—Occasional supply :— 


(*) Supply to religious or other buildings 

REQUIRING LIGHTS OCCASIONALLY. 


INSTITUTIONS 


Buildings of this class if supplied on the unmetered system 
shall be charged proportionately for each light that electric 
energy is used subject to a minimum charge of Rs. 1-6-0 per 
mensem. 


The main switch of each such installation shall be sealed by 

. 4 ' 

the Electrical Departmecit and the institution will be required to 
give 6 hours previous notice when the supply is wanted. The 
usual charge for unsealing and sealing shall be made as per Rule 
35 clause (VI). 


(«) Electric illumination. 


Eh^ctric energy may be supplied for illumination on the 
;asiou ol religious festi\'als, public function and marriages etc. 


occ 

as under:-- 


(a) If the installation is put by the Department using its 
' materials, the consumer shall have to pay in ad- 
(lition to power charges at sanctioned rates hire and 
doj)reciation charge for the materials used and labour 
for election and dismantling as also the cost of any 
lamps that may become unserviceable. Advance 
pciynient shall be made by the consumer on submis¬ 
sion of estimates by the Electrical Department. 

{b) Rower charges shall be payable for the actual number 

ot days only subject to a minimum of Rs. 1-6-0. 


CHAPTER 6. 

It spcctioH and illegal use op encTtjy, 

Rule .!:!. - 1 lie Depart ment shall have a ri<rlif nf ,ii 

e'l for'l'in’" T tu which the energ/is smmli- 

aiid for of i.lr purpo^i,.' eXlect^/'- lL'^^ ^^mrent limiters and fuses 
the Depart inent and should in'v'fault ? belonging to 

1 IJiy tutli a proper notice to the consiuiiier until sucli 
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fault lias been ^rectified. If, however, it is found necessary at 
any time to inspect and test the part of an installation fitted in 
the portion of the premises occupied as family quarter, the 
Department may, if so desired by the consumer postpone such 
inspection or test to any time not exceeding 24 hours, but if no 
access is given to every part of the installation at the appointed 
time the inst .llation may be disconnected forthwith and a 
notice served upon the consumer immediately. 


Rule 23 .—After the tests have been carried out and the in¬ 
stallation once passed, no additional energy consuming apparatus 
shall be connected to any circuit, nor shall any apparatus of a 
higher capacity be substituted for the one that has been passed, 
nor shall any alteration be made in the position of wiring therein 
until an application describing the apparatus or the alteration 
to be made in the wiring has been submitted and a notice receiv¬ 
ed that the same has been accepted. 

If in contravention to this rule it is found at any time on in¬ 
spection that any additional or a higher power consuming appa¬ 
ratus has been connected with the circuit or any alteration has 
been made in the wiring the installation shall be disconnected 
forthwith, and reconnection shall not be made until th addition¬ 
al or the higher power consuming apparatus has been removed or 
its addition or substitution got approved. The consumer shall 
also be liable in tl,is case to pay power charges 

tlfprevious tn the date of iuBpeotion. - 

inade aftor disconnection under this rule on payment of the icc as 

prodded in Rule No. 35 clause (VII). 

D w/. 04 —Anv person connecting any installation or part of 
installation to tl.o' supply mains or pe— 


f 

( 


Msta ation to ime suppj.y -fi : « o.,fl.nritv of the 

KoKinoei m- the Electrical Engineer concerned, shall be 

- ^ 1 1 4 * 


liable to penalties as follows. 


•1 1 , lii.piisfal contractor he 

[a) If the pe.rson respoiisdilc is a liu s 

will be liable to a line not t'.xceeding Ks. oU. 

ii\ ir fli.r M.Tson responsible is a consumer Ins installation 
‘ ’ i ,. .. and rceonneefon rv.ll 

t giv:,ntii he pays Iho cost of I'— 

.. acpnn,d,cr a,nd «,pa^^^ 

paratiis loiind • foriui then together 

inontlis acc.ording to the lates 
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with the reconnection fee of Rs. 5 under Rule 35 
caluse (VII). 

Rule 25 .—It shall be unlawful for any consumer to use 
electric heaters, cookers, irons, kettles or any electi ic applianc e 
excepting lamps unless installed on a different eireuit with a 
meter from the lighting circuit with a current limiter, or on the 
lighting circuit with a meter. 

Note Power cons lined by electric heaters etc. on a separate meter from 
the meter on the lightin'circuit will be ch.irged at 0-2- » per unit 'ttainst 0-<>- i 
per unit for lighting. 


Rule 26 .—All dealers in electric materials who wdll be licens¬ 
ed by the Chief Engineer, Electrical Department shall bo lionnd 
to report either to Chief Engineer, Electrical Department or the 
Electrical Engineer of the place, the names and addresses of 
purchasers of electric appliances excepting lamps, 


Rule 27 .—The provision in Rule 26 above will ajiply alike to 
all hona fide local manufacturers of electric heaters a nd other 
electric power consuming devices excepting lamps. 


Ruh 3’?.—The license fee for these dealers and maiiufacturei.« 

a.s per Rules 26 and 27 will be Rs. 200 as it is for the wirimr 
contractors. “ 


CHAPTER 7. 

A/ iscellaneous. 

ivirimj.—Ullxc Dej)artment will no, 

system^^*^^ on free 


I umlt'r- 
w iriiiir 


routafof mstollations already put up on this system a 

purchased Sy the oonsu^ner"* ,"1"^ 'n "’■‘*t‘*lliitioii is 

the period too,aiwe,r,t pi" 

they do ;ot oclpytheir outteltv , " '’y’;,'"'- ‘'‘'"■'g 'vhich 

ed that no less than 48 h^rt’ IrP 

guarters are to remain unoccupied.' " 







(6) In case of the existing free wired installations should the 
consumer wish to purchase the installation at any time, he may 
do so on payment of a value to be assessed by the Department. 


Rule 30.—Failure of supply. — {a) While eA^ er^^ e o ^ 
made to give a continuous supply the Department does not in any 
way accept responsibility for inconvenience or loss to consumeis 
through interruption of supply, but if the Department fails to 
give supply for lighting for 3 consecutive nights the Chief 
Engineer, Electrical Department shall remit charges for the cur¬ 
rent only for the period of failure in the case of a.ll consumeis 
who pay for unmetered supply vide Rule No. 35 (I-A). 


In the case of unmetered power installations, the liabilities of 
the Department for refunds are entered in clause m (7) of the 
standard form of agreement which the customer will be required 

to sign. 


(b) If the failure of supply is due to the burning out of the 
main fuse belonging to the Electrical Department notice should 
be given to the Electric supply office or the nearest sub-station 
for replacement which will be done and the prescribed fee (as per 

rule 35 clauseVI) charged. 


Rule 31 .—The Department does not accept any responsibility 
for inconvenience or loss to consumers due to use or misuse ol 

electrical energy. 

Rule 32.—Disconneclions and reconnectioyis.— Consumers othvi 

linn industrial power consumers may, on giving 24 hours notice 
,* 1 ^ fer 1... made until reconnect.on is made 

r t ilt, nriiscrihod fee Failing such notice the consumer shall be 

and remain liable for all cliarscs which may become due to the 

notice in writing has been received by the Depaitnieiit. 

In the notice for .lisconncction it should be 

for- remov.d and relittino of tlie meter or enrrent liimtu shall 

as pi'.r Knie. No. 35 ••hin.se 10. 

r> I '<•’ ^I'liliiKiiiflCIccIrie auiKtral/us. All melicis, (niunt 

Rulc io. ,S('uliny oj ludiin ,f f Kr, tl... Denartiiieiit 

limiters and main liise. box<-s shall be scaled by the JXpa 
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directly they are iiistallcd on the premises. The con.sumer .should 
satisfy himself that the meter, current limiter main fuse or any 
other apparatus has been properly sealed by the Department 
immediately before the commencement of supply and also after it 
has been opened by the Department for any purpose whatever. 

If the seal on any apparatus described above is found broken 
or removed at any time on insj)ection it shall be presumed that 
the apparatus has been tampered with and the installation shall 
be disconnected atonce and a reconnection fee of Rs. 5 shall be 
payable by the defaulter before the installation is reconnected 
and a new seal affixed. In such cases the Department reserves 
to itself the right to take such further civil or criminal proceed¬ 
ings as may seem necessary. 


Rule 3^.—The generation of electric power for lighting pur¬ 
poses from the electric power supplied by the Department under 
any of these rules is prohibited. 


Note -(a) The supply of electric power to Cinemas for motor-generator 
sets will be treated as power supply either on flat as meter rate at the discre¬ 
tion of the Chief Engineer, Electrical Department. 

{b) The supply of electric power to Cinemas usin® incande«pnnf lamn « 


CHAPTER 8. 

Charges, 

Scale op charges. 

supptylf electaicity on flat°rTte® conteS* charges for the 

at the discretion of the Chief E^ineer, ElectrLl Department®''’ 


A. 


Lighting Load. 


Class (a), J^ule No, 10. 


night'enrely onTy^ pef Sh®'®"! 

»UoufdZ"bT‘i'd7;”"f£ «« rate'on euLu"-, ' 

tan,, beater., ete., .U,i„.,t "7“tttSS 

stathiu 



r 
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B—-Supply of power for motors etc., on flat ratc- 

Class (6) Rule No. 10. 


Rs. a. p. 


For a 24 hours supply .. .. .. 10 0 0 

■ 

For a 18 hours supply (from 11 p.m. to 5 p. m,) in 

winter and 12 midnight to 6 p.m. in summer ..880 

For 12 hours supply (from 5 a. m. to 5 p. m.) in 

winter and (7 a.m. to 7 p.m.) in summer .. 7 8 0 

For 12 hours night supply (from 5 p. m. to 5 a. m.) 5 0 0 


(This supi ly will be made subject to the discretion of the Chief Engineer) 


Per H. P. per month based on the actual consumption test 
by the Chief Engineer or Electrical Engineers or their authorised 
representatives who may at any time and without notice besides 
the original test make consumption tests when the plants are 
running” and the Chief Engineer may revise the original test 

results according to these tests. 


The average power factor at any point of supply shall not be 
le.ss than 80 per cent, and,in the event of the said power factor 
beiiiT found to be less than 80 per cent., the consumer shall be 
liable to an extra charge (over and above the flat rate as per rule 
;hr(l) according to the following sliding scale:- 


Power factor. 



'75 to -70 


Re. 0-8-0 per H. P. per month. 


•70 to '74 


.. Re. 1-0-0 






} 5 




No 

found to 
improve 


supply of 
be below 




power shall be allowed if the power factor is 
70 per cent. In such cases consumers shall 

s by using static condensers. 


C. Class (c) Rule No. 10. 


IIkatkhs. 


lay tiuie(fron) 5 


Rs. 10 per month 

per K. W. 


For 12hours’ use dui iiig ( 
a. m. to 5 p.- m.) 


I f 
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For 12 hours' use during night time(from 5 
p. m. to 5 a. m.) at the discretion of 

the Chief Engineer .. Rs. 6-8-0 per 

month per K. W. 

For 24 hours’use at the discretion of the 


Chief Engineer 


t • 


Rs. 13-8-0 per 
month per K. W. 


Table and ceiling fans. 


Capacity up to 50 watts.. 


• • 


Rs. a. p. 

2 0 0 p.m 




' 3 


75 


: j 






2 8 0 


99 


>9 


99 


100 


3 > 


♦ t 


t • 


3 0 0 


>> 


9f 


9} 


125 


99 * • 


• • 


3 8 0 


99 


19 


99 


150 


99 




• • 


4 0 0 


99 


NoTES;~(a) The rent for the fan (if hired out) will be 15 percent of i^i 

or part „t . .uoal If MrkeoZ lia^hVn* “t lha“ 7"“* 

cent, of the book value per month or part of a njontbJ ^ ^ 

(6) Additional rules for fans are given wde appendix I. 

of for metered instai 

(^) of Power for lighting. 

{a) Class (a) Rule 8 -p ^ 

(subject to a minimum of Rs. l-e^O p^m ^ 

Class (6) Rule 8 t., 

sabject to a monthly minimum charge as nei fo'n'® P®' ^ 

(a\ K. o ^ ^ following scale ~ 

(6) Rs 2 8 n ^ oapacity of motor. 

P- capacity of heater. 


r 
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(c) For fans : 


50 Watt capacity 


/o 




55 


100 


55 


3 3 


150 


5 3 


3 3 


« • 


« * 


Rs. a. p. 
0 12 0 

10 0 

14 0 

1 12 0 



3 3 


3 3 


JSIote:—I n case where supply of power for lights, heaters, fans industrial 
motors and other domestic appliances connected on flat rate system is required 
for part of a mouth only the charges thereof will be calculated as under ;— 


(flO For a period from 1 day to 3 days .. 


(b) 

33 

33 

,, 4 days to 7 

(c) 


35 

8 ,, to 15 

id) 

33 

33 

„ 16 „ to 23 

(e) 

3 3 

31 

„ 24 ,, to 30 


.. Rs. Jth of a month. 


„ ith 


>5 


^nd 


t « 


>> 4 HI 










?> 




• t 


Full month. 


TTI. (i) Hire of meters^ 220 volt, single phase, 25 cycle, will 
he as under :— 


(a) Ui^to 5 amps, capacity 


• • 


.. Re. 0- 8-0 p.m. 


(6) Upto 20 amps, capacity 


* • 


» 0 - 12-0 ,, 


(c) Upto 40 amps, capacity 


„ 1 - 0-0 ,, 


(m) Hire of meters, 3 phase, 220 volt, 25 cycle. 

{(1) 40 to CO amps, capacity .. .. Rs. 1-4-0 p.m. 

{e) 00 to 100 amps, capacity .. .. „ 2-0-0 ,, 


—No .‘'ingle phase installation should bo of more than 2000 watt 

capacity. 


IV. Hire ot meters on 2300 Volt circuits will be quoted on 
application to tlic (Jliief Engineer. This will be calculated at 15 
pel cent, per year on the total cost of each set ot meters. 

V. The rent of cuiTcnt limiters will be at 0-3-0 p. m. 
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VII. Reconnexion fee after disconnexion under rule No. 22, 
23, 24 and 33 will be Es. 5. 

VIII. Reconnexion fee after disconnexion under rule No. 3C 
clause 5 will be Rs. 2. 

IX. For power installations consuming more than 100 H. P. 
special rates may be allowed with the sanction of the Government, 

X. An amount of 0-8-0 will be payable by a consumer for 
removal of one or more meter or current limiter at a time from 
his premises if so desired and the same amount will be payable 
for refitting the same. 

Rule 36.—Terms of payment. — [1) All applicants for the sup¬ 
ply of power shall make a deposit as per following scale;—- 

Rs. 

Total capacity of an installation not to exceed 40 watts.. 4 





99 

99 

99 

99 

• • \J 

>> 


99 

99 

99 

80 

99 

00 

• 

# 


>> 

99 

99 

• • 

- ^ 

100 

99 

.. 10 


and so on at the rate of Rs. 2 for each 20 watts’ increase of power 
consumption, before electric energy is supplied to their premises. 
This sum less any outstanding shall be refunded to them when 
the installations are disconnected permanently. 

Note. —The Department will not allow any interest on deposits made under 
this clause. 


(2) The agreements for the supply of electric power shall 
be signed both by the occupant and the owner of the premises or 
his representatives in which the installation is to be located 
Both parties shall be held jointly and severally responsible for 
payment of all sums due to the Department. 


In the absence of the owner’s signature on the agreement the 
atTtime^^^^ called upon to pay in advance 2 months’ charges 


In case of transfer by sale of a house fitted with an electnV 
.nstallation having arrears against it the responsibility for dea 
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anoe of the outstandiog shall devolve on the purchaser if not 
realized from the owner before the sale. 

(S) Should a consumer dispute the accuracy of a meter, he 

may on sending a notice in writing and on payment of a fee of 

Ks. 3 have it tested by the Department. If on such test, it is 

ound that the meter is recording more than 5 per cent, in excess 

ot the actual consumption, the Department shall refund to the 

consumer, the amount recovered in excess during the previous 

3 months together with the fee of Rs. 3. If the meter is 

found registering more than 5 per cent, less than the actual con- 

amount ot short recovery during the previous 3 months 

shall be paid by the consumer. In this case as also in case of the 

meter being found recording correctly the fee recovered shall go 
to the Department. 

{4) In the case of all metered installations, and Government 
offices and other big installations, supplied on flat rate, bills shall 

be sent^ monthly and shall be paid in full within 15 days of the 
date of issue. 


The consumers of small installations on flat rate shall be 
provided with permanent account books which they shall present 
at the electric office every month at the time of making payment 
of lighting charges (which shall be done by the 15tli of the next 
month) for making necessary entries therein. The consumer 
shall satisfy himself before leaving the office that-the amount 
[laid has liecn properly entered in his book and that he receives a 
separate receipt for the payment made. 


(5) In the event of non-payment of bills within the pres- 
erihed period an extra charge of 0-2-0 per rupee on the total 
a iMount of the bill shall be made, and if the bill is not paid even 
after a month the installation shall be disconnected without any 
warning, and recoiinexion shall he made only on payment of all 
<lu(^s together with the prescribed fee of Rs. 2 for reconnexion vide 
K’uh; 35 eJausc VIII. 


No re.eonnexion fee. shall, howi'.ver, he charged if the paymen 
o( dniis is received within ollice hours ol the day on which the 
disconnexion is made. 
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CHAPTER 9. 

Reservations, 

Rtt/e ^7.—The Department reserves the right of refusing to 
supply electric energy to any applicant or to discontinue the sup¬ 
ply at any time without assigning cause for it. 

Rule 38.~ Notwithstanding anything in these rules His High 
ness* Government reserves to itself the right to make any contract 
for the sale of current or liire of plant at any rate or upon any 
term that it may think fit. 


By command of His Highness the Maharaja Bahadur. 


HOME & JUDICIAL MINJ.STEL. 
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APPENDIX I. 

Additional rules for supplying electric fans on hire at Jammu. 


1. All applications for fans on hire are to be submitted to the Electrical 
Engineer. 

2. The cost of the fan will be deposited by the applicant with the 
Electrical Engineer before any fan is issued. The deposit will be refunded in 
full when the fan is returned in good order and all dues for rent and power 
have been paid. 

3. Cost of wiring that may be required is to be borne by the applicant. 

4. Any damage beyond fair wear and tear will be paid for by the applicant. 
The decision of the Electrical Engineer shall be final as regards the amount of 
damage. 

By command of His Highness the Maharaja Bahadur. 


HOME AND JUDICIAL MINISTEK. 


I 
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APPENDIX II 
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i 
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Additional rules for supply of electric erurgy in Gulmarg. 


1 The wires and fittings etc., installed on free wiring system in any hut 
shall be deemed to be the property of the Electrical Department unless paid for 

by the owner of the hut, 

2. The Department shall not be responsible for any repairs or maintenance 
of lamps, wires and fittings in the hut which is already borne on free wiring 
system. It will, however, do so at the cost of the consumer. 


3 The consumer shall, until purchase, pay a sum of Re. 1 per point per 
season, as rent, in addition to the usual lighting charges under the rules. 

4. If the consumer or the occupier of the hut neglects or refuses to pay for 
the use of the said wires and fittings ; the Department may, at any time enter 
the premises and remove the fittings and wires and the consumer will be liable 
to pay either “hire of fittings for the remaining period of the agreement or 
cost of labour on fitting and removing of the electrical fixtures and of material 
damaged, plus 20 per cent, commission on the total 


6. The Department will not be responsible for accidental stoppage of 
current. Every endeavour will, however, be made to keep the supply continuous 
at the earliest possible moment. 


(a) But if the power is not restored for 4 consecutive nights the Department 
shall on application remit charges for current only for the whole period of failure. 

(b) The Department shall not accept any responsibility for inconvenience 

or loss that may occur to consumers due to use or mis-use of electric enerev in 
their installation. '’oeigy m 

6 All electric charges must be paid in fu.'l in advance within three davs 
from the date of the service of the notice, otherwise the supply will be cut S 

and a fine of Rs. 5 will be charged before a reconnection. ^ 

(a) A fee of -/8/- shall be charged from f*OTi< 5 nn)<ara i. i_ 

reconnection and disconnection nonde in their inotnliation in the orfirr^Se'; 

.holUnve^hr^h^S Deparlnrent 

proper consent of the Electrical Departmentf^^^^ building without the 


lamnL“o“thly charges for electric energy 
ip per month and lamps of more than 20 wat/ 
proportionately according to increase * 

M "W A 


will be Re. 1 per 20 v 
capacity will be charged 


9. No inntnllation .hall conoiet of lee. than 2-20 ,att Umps. 
reii. "‘“j ’’kjy™ ."“'S' machines such 


according 


hair 







(a) A minimum charge of Rs. 2 p. m. will be charged in case the con¬ 
sumption does not exceed 4 units. 

(b) The rental of meters will be as follows 


for 5 amp. meter 
for 10 amp. meter 
for 40 amp. meter 


. Re. r\ 


. Rs. 2 5^ The rent will be charged monthly. 


Rs. 4J 


« « 


11. The industrials' motors shall be charged at the rate of Rs. 9 H. P. per 
nionth for 12 hours day uso. 

ft 

12 An inventory of electric fittings installed in the hut is fixed on the 
switch’ board and the occupant of the hut will be required in his own interest to 
check the fittings at the time of his occupying the hut and any discrepancy 
?orS should atonce be reported to the Electrical De, artment. In case of 
failure the occupant shall have to make good the loss himse . 

13 A breach of acrreement entered into by the consun.er with the Electrical 
n nnrimfitit sha'1 'dvc the Electrical Depart ment the right of entering the 
prl-uises and removbg all electric materials and recovering all dues for igh 

rent, etc., that may be due by the consumer 

14 The le^ee «hall inform the Installation Inspector stationed at Gulmarg 
14. I ne lessee tudii lu^im Wnre he actually does so. Un 

of his intention to vacate the hut, at eas , gy^.D^^igional Officer will go 
receipt of such the presence of the lessee, and recover 

the coH of any missing material from h Department. The wire.s 

contract with the Electiica n rhowkidar of the hut, who shall be 

Jes^nsibfe for any loss that may afterwards occur. 

1.,. Notwithstanding anything “”cont»ct 

“tirr;,.::; " »t. tunh 


Ry command of His Highness the Maharaja Bahadur. 


HOME AND JtiDICUL MINISTER. 
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